AMENDMENT NO. 1 MARCH 2015 
TO 
IS 7587 (PART 3) : 2006 CAGE SUSPENSION GEAR FOR 
WINDING IN MINES — SPECIFICATION 


PART 3 SHACKLES AND PINS 
(First Revision) 
(Page 1, clause 6.2) — Delete. 


(Page 2, Fig 1, Table row 11, SWL of 120 kN, Top Shackle) — Substitute 
‘Not Applicable’ with the following dimensions: 


68 60 65 51 260 140 201 120 


(Page 3, Fig. 2 Table, row 11, SWL of 120 kN, col 9, Dimension ‘L’ of Top 
Pin): Substitute ‘202’ for ‘188’. 
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